USDA 



Urited States Department of Agricuttnire 
Animal and Planl Hgaitti Inspsclipn 


343HmS300435 Inspjd 


Inspection Report 


Jungle Adventures Inc 

E OolenipJ Dr 

Customer ID' 3CW4 

Christmas, FL 327(1& 

Certificate' SS-C'ICMS 


She' 001 


JUNGUE ADVCNRAES Ihtc 


Type- ROUTINE INSPECTION 


Date- Dec^39-2014 


2.40 (b) (2) 

ATTENDING VETEBINAFIIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITOBSL 

A skunk "Spike’' is currently being given Metronidazole whicbi starled on 1 ly£^'14. Another skunk "Qinnry'' was also 
being given Melrgnidazple Frpm The lipenaee waa aware fbat thte madipation expired in 1Ct''2QQ9 but 

administered it anyway. 

There was also a botile el Metaaam tihal expired in 11/13, wbieh was retpertedly net used sinae itral time. 

Expired medicalions are oortsitteredl adelteraled and not a appropriate method to treat iSsease®. Expired 
madicalfons are not efFeciive in treating diseases ar^ in eome cases can beconie tcxic. Ml axpired mcdicalicns sball 
not be used on regulated animals and rentoved Irom areas where medications are slored for Ibose regulated 
mammals to prevent accidental administrations. 

Correct immediately, 

2.131 (<J) W 

HANDLING OF ANIMALS. 

During the mspedion this inspector observed that the public was giving Ibe bears soda ^Mourrtain Dew) tnrough Ibe 
feeding tube. 

If public feeding 13 permitted, all Icod S liquids must be provided by the facility, Additionally, soda pop is nof an 
appropriate liquid to reod Id animals. 

When public leeding is pennitted, all Food and Hiquids must be provided by Ibe lacilily and shall be appropriate to the 
typo Dl animal and its nutritional needs and diet. 

Correct immediately. 
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3.125 (a) 

FACILITIES. GENERAL 

There is a sheet of plywood which divities the tynx enclosure into 2 sections A small portion located on lf»e upper 
surlsKa, adisBent to ttie paw thrwgh, haa deteriorated leaving a hole and epiiniefs. The neeC ol thie plywood appear^ 
WGt'damp and may no lon^r be structurally sound. 

The fplintafa pose a risk ol injury if ihia animal shall nave oontact with i1. All ancloeures shall be strudurally sound 
and maintained In good repair to prolect the animals from Injury. 

Corred by December 1 7, 20H 


The exit interview was conducted with the Animal Cane & WedicaJ Manager. 
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